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1 
The present invention relates to a signal device 
which may be readfly attached to and detached 
OErom a fishing pole and the like to provide a sig- 
bal fo indicate fish bites, particularly when the 
fishing pole or the like is fixedly supported. 
The principal object of the present invention 
is to pïovide a new and improved signal device 
which can be readily secured to a fishing pole 
or the like and which produces an audible sig- 
nal when the pole is jerked, as by a fish bite. 
Another object of the present invention is to 
provide a new and improved signal device for 
'fishing poles and the like, which device com- 
prises a resilient body having a signal device 
attached thereto and a separation therein, the 
confronting surfaces at the separation normally 
yieldingly engaging one another or substantially 
So, and adapted to be separated by deforming 
the body to receive a section of a fishing pole 
between the separated surfaces whereby the pole 
is gripped by the inherent resilieïcy of the body 
when the body is released. 
Stfll another object of the invention is fo pro- 
vide a new and improved signal device which 
can be readily attached to and detached from 
a fishing pole and the like and which is compact 
and inexpensive to manufacture. 
The invention resides in certain constructions 
and combinations and arrangements of parts 
and further objects and advantages will be ap- 
parent to those skilled in the art to which it 
relates from the following description of pre- 
,ferred embodiments described With reference to 
the accompanying drawings forming a part of 
this specification, in which: 
Iig. 1 is a side elevational view of a fishing pole 
having a signal device embodying the present 
invention attached thereto; 
lig. 2 is a fragmentary view of the signal device 
and pole shown in lig. 1 but on  larger scale 
lig. S is a sectional view taken on line $-- of 
lïg. 2; 
lig. 4 is a fragmentary end view of the device 
shown in !ig. 3 fllustrating the rnanner in which 
the device is applied to and removed from the 
fishing pole,; and 
lig. 5 is an elevational end view of another 
form of signal device. 
The invention contemplates the provision of 
a resilient body, such as rubber or like material, 
preferab!y having an opening therethrough for 
receiving a segment of a fishing pole therein and 
which body is separated in at least one plane 
parallel to and enterin one side of the openin 
so that the corfrontin surfaces in the sep- 

OFFICE 

aration Can be spread by temporarily deorming 
the bodY to receive a segment of a fishïng pole 
into the opening, the body having inherent re- 
sfliency for gripping the pole when the body is 
 no longer deformed. In the preferred form of 
the invention the body is made of rubber and 
has one or more spring members embedded 
therein for assisting in tu'ging the confronting 
surfaces of the body separation toward one an- 
l0 otheï to insure a tight grip of the body to the 
pole. One side of the body is provided with a 
boss to which a suitable signal is attached, such 
as a bell, and which is responsive to sudden 
movements of the body to produce a signal. 
15 leferring now to the drawings, a signal device 
is shown comprising a cylindricl body  pref- 
erably ,ïormed of a suitable resilient material, 
such as rubber, either nattu'al or so-called syn- 
thetic. Pïeferably, the body has a peripheral 
20 hand formation  which has a boss  projecting 
radial]y therefrom and which boss has a groove 
3 therearound and spaced from the end fo 
provide a neck and head formation at the outer 
portion of the boss. A bell is attached to the boss 
5 2, which bell may be of any suitable type, and 
as shown is of the well known construction com- 
prising a shell like member 5 having an opening 
6 at one end thereof and being slotted fo form 
segments 8 which inclose a suitable ball  
30 which striEes the shell when the latter is mbved 
Çuddenly to produce a ringing sound. The di- 
ameter of the opening  is Substantially the 
saine as the diameter of the neck portion of the 
boss at the grove 3 whereby the sides of the 
5 groove 3 hold the shell to the boss 2. The 
bell is attached to the body by forcibly inserting 
the outer end or head of the boss throuh the 
hole , which head, bein of resflient materia! 
is deformable so that it can be inserted through 
40 the smaller opening. Preferably, the end of the 
boss is rounded fo facilitate its insertion into the 
opening. 
The body 9 has an axial openin  there- 
through, which opening may normally be slightly 
45 less in diameter than the section of the fishing 
pole to which the body is to be attached, and 
the body is cut longitudinally and radially along 
the plane of line  which cut provides con- 
frontin surfaces , 4 which are in engage- 
 ment when the device is unused, although they 
normally could be slightly separated, if desired. 
Preferably, in addition to the inherent resfliency 
of the material forming the body tending to 
maintain the surfaces 23, 24 in contact,ç a pair 
$ of C-shaped spring members $,  are embedded 
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in the body 18 and tend fo urge the surfaces 
toward one another. Alternatively, the springs 
could be secured fo the exterior of the body fo 
act in the saine manner as described. The spring 
members could be omitted in some instances 
provided sufficient resiliency is obtained by the 
material of the body. 
In the preferred form of the invention, the 
22 is ruade in a plane which is af right angles to 
the axis of the boss I., as seen in Fig. 3. Alter- 10 
natively, the cut could be provided at any other 
desired angle relative to the axis of the boss ., 
such as at 130 ° as shown in the signal device 
shown in Fig. 5. 
To apply the signal device to a fisiing pole, one 15 
of which is shown at 38, the body  is deformed 
or spread to separate the surfaces .3, 24 as shown 
in Fig. 4, and thus separated, the device may be 
placed over a section of the pole 30 with the pole 
reeived in the axial opening 2, and upon re- 20 
leasing the body  ], the inherent resiliency of the 
body together with the springs .6, 2 urge the 
body back to ifs normal shape with the surfaces 
23, 24 in engagement, or substantially so, which 
causes the segment of the pole 30 to be firmly 25 
gripped in the opening 2 . 
The device may be readily disconnected from 
the pole by spreading the body to separate sur- 
faces 23, 24 to release the pole from the opening 
2. The preferred construction having the slot 5O 
or cut 22 approximately 90 ° from the boss 12 is 
easier for most people to attach to and detach 
from the fishing pole as the bell J5 serres fo a 
limited extent as a handle or hand grip by which 
the body may be spread. 
It wiil be apparent that by placing the device 
adjacent to the outer end of the fishing pole, 
slight Jerks on the pole due to fish bites actuate 
the bell to sound a varning to the fisherman who 
may then take up the pole and attend the line. 4O 
OEhe device is inexpensive to manufacture, com- 
pact and is adaptable to various fishing poles and 
the like without the use of separate attaching 
means or special constructiens of the fishing 
poles. By forming the body of rubber or the 45 
like, it is hOt appreciably affected by water and 
wfll last indefinitely, under expected conditions. 
From the foregoing it will be apparent that the 
objects of the invention herefore enmerated 
and others bave been accomplished and that there 50 
has been provided a novel and improved signal 
device easily attached to and detached from fish- 
ing poles, and the like, by hand and without the 
use of tools and it is to be understood that the 
invention is hot !imited to the particu!ar con- 
struction shown and described and itis my in- 
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tention fo cover hereby all adaptations, modifi- 
cations and uses thereof which come within the 
practice of those skilled in the art fo which th 
invention relates and within the scope of the 
appended claims. 
ttaving thns described my invention, I claire: 
1. An article of manufacture comprising a cy- 
lindrical, resilient rubber-like body having a plane 
of separation extending inwardly from one side 
thereof and extending lengthwise of said body, 
said body adapted tobe yieldingly spread at said 
separation for receiving a section of a pole there- 
between, a resilient boss projecting from one side 
of said body, said boss having an intermediate 
portion of reduced diameter, and a signal de- 
vice supported by the body, said device including 
a wall having an opening to receive said 
duced portion of said boss and through which said 
boss proper may pass when compressed. 
2. An article of manufacture comprising a re- 
silient rubber-like cylindrical body having an 
axial opening therethrough and a plane of sepa- 
ration extending inwardly from one side and 
lengthwise thereof, the body adapted tobe yield- 
ingly spread at said separation for receiving a 
section of a pole therebet'ween, a resilient boss ex- 
tending from said body at approximately 90 ° to 
said plane of sepaïation, and a signal device sup- 
ported by the body, said device including a wall 
having an opening to receive said reduced por- 
tion of said boss and through which said boss 
proper may pass when compressed. 
3. An article of manufacture comprising a fiex- 
ible cylindrical body having a plane of separa- 
tion extending radially inwardly from one side 
and longitudinally thereof, the confronting sur- 
faces ai said separation adapted to yieldingly 
separate for receiving a section of a pole there- 
between, and a C-shape spring embedded entirely 
within said body and arranged to urge said sur- 
faces towaÆd one another, and a signal device 
attached to said body. 
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